Empty Gel Capsules 


Available size:OO#EL OOH, OEL#,O#,1#,2#,3#,4# 
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OOH, O#, 1#, 2#, 3H 


Color 

Black-Red or by customer design 

Production Capacity 

160,000,000 Piece/Pieces per Month 

Material 

High quality pharmaceutical gelatin approved by Chinese official, BSE free 
Certificates 

ISO9001, HALAL PRODUCT 

Printing 

by customer design, single or double color in cap and body, axial or cycle direction. 
Store condition 

Clean room,temperature 10-25 °C ,related humidity 35-65%;Suggest you set it to be: 
Temperature 20°C,related humidity 50% 












































HPMC Capsule 




















OO#, O#, 1#, 2#, 3H 


Color 

Customized Any Color 

Production Capacity 

160,000,000 Piece/Pieces per Month 

Material 

Hypromellose 

Certificates 

ISO9001, HALAL PRODUCT 

Printing 

by customer design, single or double color in cap and body, axial or cycle direction. 
Store condition 

Clean room,temperature 10-25 °C ,related humidity 35-65%;Suggest you set it to be: 
Temperature 20°C,related humidity 50% 





Customized Capsule 
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Customized Capsule are composed of a cap and a body two capsule shells refined by 
medicinal gelatin and auxiliary materials. They are divided into three types: 
transparent, translucent and opaque. The capsule has a long and slender shape, is 
easy to swallow, and is a medicinal dosage form that consumers can easily accept. 
The company's hollow capsules can provide axial, circular, directional, single and 
double color printing according to customer needs. 











